DALLAS, TEXAS 


The New Mercantile Bank Building, located 2 
at Main, Ervay and Commerce Streets in the u. 
heart of Dallas' business activity . . . directly ® 
in the path of the direction in which down- < 
town Dallas is developing. It is one of the ^ 
most modern and largest buildings west of 3 * 
the Mississippi River. Thirty stories high and ^ 
fully air-conditioned. “ 


m 

o 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 






D-22 The New Mercantile Bank Bldg., Dallas, Texas 


WALTER W. A H LSC H LAG ER , ARCHITECT — DALLAS 















































